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A view of the explosion 
chamber used in 
exploding wire experi- 
ments. The residue 
from a wire explosion 
has formed a para- 
boloidal pattern ap- 
proximately one hour 
after an explosion. 
(Story on page 238) 


*Uneay of 


U.S. DEPARTMENT OF COMMERCE 
John T. Connor, Secretary 


NATIONAL BUREAU OF STANDARDS 
A. V. Astin, Director 


Prepared by the NBS Office of Tech- 
nical Information and Publications 


W. R. Tilley, Chief 


Technical Editor 
W. K. Gautier 


Managing Editor 
R. W. Seward 


Contributing Editors 


R.T. Cook, D.K. Coyle, J.R. Craddock, 
P.R. Miller, M.J. Orloski, S.E. Redmon, 
A. Schach, D.E. Webb 


The National Bureau of Standards 
serves as a focal point in the Federal 
Government for assuring maximum 
application of the physical and engi- 
neering sciences to the advancement 
of technology in industry and com- 
merce. For this purpose, the Bureau is 
organized into three institutes— 
¢The Institute for Basic Standards 
© The Institute for Materials Research 
* The Institute for Applied Technology 
The TECHNICAL NEWS BULLETIN is 
published to keep science and indus- 
try informed regarding the technical 
programs, accomplishments, and ac- 
tivities of ail three institutes. 


For sale by the Superintendent of 
Documents, U. S. Government Printing 
Office, Washington, D. C., 20402. Sub- 
scription price: Domestic, $1.50 a year; 
75 cents additional for foreign mailing; 
single copy, 15 cents. Use of funds for 
printing this publication approved by 
the Director of the Bureau of the Budget 
(June 22, 1966). 


Library of Congress Catalog Card 
Number: 25-26527 





dock, 
imon, 


\dards 
ederal 
imum 
| engi- 
ement 
| com- 
reau is 
ites— 
ndards 
ssearch 
nology 
ETIN is 
| indus- 
chnical 
and ac- 


dent of 
Printing 
)2. Sub- 
) a year; 
mailing; 
‘unds for 
roved by 
e Budget 


log Card 


NBS scientist L. K. Ives adjust the position of the 
silver-tin specimen within the electron beam of the 


transmission electron microscope. 


This instrument 


allows direct observation of the alloy defect structure 
in depths up to 2500 A and in areas over the range 
of several square millimeters. 


Defects 

Described 

in Quenched 
Alloys & 


Important properties such as 
strength and hardness in metals and 
alloys depend directly on the number 
and type of defects in the material. 
In a recent study at the NBS Institute 
for Materials Research, A. W. Ruff, 
Jr., and L. K. Ives have investigated 
the defect structure in alloys with low- 
stacking fault energies and have ex- 
plained theoretically the formation of 
particular 
1 


imperfections in these 


dlloys.'. Their results provide mate- 
trials scientists with information that 
ls useful in understanding — the 
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strength, elasticity, and fabrication of 
particular binary solid-solution alloys. 

A typical imperfection in certain 
classes of solids is the stacking fault 
defect, which is a misalinement of 
layers of atoms in a crystal structure. 
Materials that contain many defects 
are highly strained, and to relieve 
these internal stresses new imperfec- 
tions may form in the solid causing 
the strain energy to be lowered. The 
type of defect that forms depends on 
the strain energy available and on 
the stacking fault energy. 


As part of a fabrication treatment, 
many metals and metallic alloys are 
heated to very high temperatures, and 
then quenched. Such heating causes 
lattice vacancy defects to form in the 
material at the high temperatures, and 
when the material is quenched, the 
imperfections are trapped in the struc- 
ture. Previous studies on materials * 
have shown that these quenched im- 
cluster about 
dislocations (a 


perfections existing 


screw-type spiral 
array of atoms within a regular three 
dimensional lattice of atoms). These 
continued 
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QUENCHED ALLOY continued 


clustered imperfections are observed 
as helices some of which then break 
up into dislocation loops (single turns 
of the individual helices) to relieve 
the internal stresses of the metal. 
Most of these previous studies, how- 
ever, have been of metals with high- 
stacking fault energies, which do not 
easily form stacking fault defects. 

In the present study, silver-tin, a 
metallic alloy with a very low-stacking 
fault energy was investigated to deter- 
mine the defect structure present in 
this type of alloy. Thin sheets of the 
alloy were heated to 600-750 °C 
and then quenched. The sheets were 
next electropolished to produce sam- 
ples for study. Photomicrographs of 
the imperfections in the alloy, after 
quenching, were made with a trans- 
mission electron microscope. 

Examination of the photographs 
showed that the latice vacancy defects 
that formed also clustered about screw 
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dislocations. In was found, however, 
that the helices (formed by the clus- 
tered defects) produced stacking fault 
tetrahedra instead of dislocation loops. 
These tetrahedra are three dimen- 
sional figures within the solid lattice. 
It was theorized from these results 
that the stacking fault tetrahedra were 
created by unfolding the helices. Be- 
cause the helices lie along certain crys- 
tallographic directions, the hypothesis 
was strengthened by the observed re- 
sult that the stacking fault tetrahedra 
were also alined in rows along known 
crystallographic directions. 


‘For further technical details, see Quench 
defects formed in a low stacking fault energy 
silver-tin alloy, by A. W. Ruff, Jr., and L. K. Ives 
J. Appl. Phys. 37, 3073-3079 (1966). 

“The proceedings of a recent conference on 
quenched materials are published as, Lattice De- 
fects in Quenched Metals, ed. by R. M. J. Cotte- 
rill, M. Doyama, J. J. Jackson, and M. Meshii 
(Academic Press, New York, 1965). 


Left: this photomicrograph of a silver-tin 
alloy shows stacking fault defects (at F) 

in the turns of the helices (at H). 
Additional stacking fault tetrahedra (at T), 
which are inclined to the surface as 
indicated by the fringes, are shown in rows 
extending from a helix. 

Right: photomicrograph of the silver-tin 
alloy used in the NBS study shows cluster- 
ing of defects at an existing dislocation with 
the helical shape of the cluster visible in 
the insert (X4). Small stacking fault 
segments can be seen forming in the turns 
of the helix, which revolves around the 
(110) crystallographic direction. 
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SUMMARY OF 1965-66 
NBS PRECISION MEASUREMENT SEMINARS 


Because of delays occasioned by the move of the NBS 
Washington laboratories to Gaithersburg, Md., then just 
getting under way, the 1965-66 Precision Measurement 
Seminars were announced scarcely 2 months before they 
were to start. Despite this, only one seminar (Low Tem- 
perature) had a smaller number of students than it could 
have accommodated; and two of the seminars (Length and 

e Precision and Accuracy) were each repeated an extra, 
| unscheduled, time because registrations were so large. 
| Altogether there were 219 attendees, primarily top-level 
| technical personnel of standards laboratories in industry 
| and other government agencies, but including a handful 
| of people from university laboratories. 
The Low Frequency Electrical Standards seminar was 
held Dec. 8-10 with 45 attendees. Following an introduc- 
tion by Dr. Chester Page, lecture topics and speakers were: 


4 


ilver-tin | absolute electrical measurements and basic electrical stand- 
(at F) ards by Dr. F. K. Harris; resistance, inductance, and 
ra (at T) capacitance standards and measurements by C. Peterson 


pa and J. Morrow; and voltage, current, and power measure- 
yn in rows | ments by F. L. Hermach and B. L. Dunfee. Other mem- 
bers of the Institute for Basic Standards (IBS) staff who 
assisted in a professional capacity were R. Dzuiba, E. S. 
Williams, and T. Wells. Participants were divided into 
small groups for the laboratory demonstrations which 
were given one afternoon and one morning. 
| Inthe Low Temperature seminar, which met Jan. 11-13. 
there were 24 registrants, although 30 could have been 
accommodated. The principal subjects were: theory and 
procedures for platinum resistance thermometers for 273 
to 14 °K; temperature measurement with the NBS acoustic 
and germanium resistance thermometers; and thermo- 
couples in cryogenic engineering. 
H. Plumb, J. Riddle, and R. Powell. 
Because of the large demand, the Length seminar was 
given twice, Feb. 7-11 and Mar. 14-18, with a combined 
registration of 47. Lecture subjects were: philosophy of 
neasurement, fundamental interferometry, electro mechan- 
cal transducer evaluation and calibration, deformation 
theory, spectral light sources and lasers. Laboratory work 
lealt with methodology in the measurement of gage blocks. 
wlygons, surface plates, angle blocks, optical flats, sur- 
lace finish, spherical and cylindrical diameters, and de- 
formation. Instructors, all from the Metrology Division 
f the IBS, were: J. S. Beers, J. L. Chamberlin, J. M. Fath. 
). A. Lorenzen, Dr. K. Mielenz, D. B. Spangenberg, A. G. 
‘trang, C. D. Tucker, and R. C. Veale; plus A. G. McNish. 
Chief of the Metrology Division, and T. R. Young, Chief 
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of the Length Section, who also organized the seminar. 

Restricted originally to 15 persons, the Precision and 
Accuracy seminar was given twice, Feb. 14-16 and Feb. 
23-25, with a total registration of 38. Dr. R. D. Huntoon, 
Director of the IBS, launched the meetings by presenting 
a broad review of the national measurement system, as- 
pects of which were then elaborated by Dr. C. Eisenhart, 
NBS Senior Research Fellow, P. E. Pontius of the IBS 
Mass and Volume Section, and J. M. Cameron of the IBS 
Statistical Engineering Laboratory (SEL). Dr. W. J. 
Youden, formerly of NBS and now on the faculty of George 
Washington University, discussed the design of experi- 
ments useful for evaluating systematic errors. The part 
that data processing computers can play in checking ob- 
servations and analyzing results of calibration work was 
discussed by J. Hilsenrath, IBS Heat Division. Propaga- 
tion of error in a chain of calibrations was analyzed by 
Dr. J. R. Rosenblatt, SEL; and H. H. Ku, SEL, discussed 
problems associated with calibration curves. Problem 
sessions, conducted by Dr. T. A. Willke, SEL, completed 
the program. 

A 4-day seminar, High Frequency and Microwave Noise, 
was held Mar. 1-4 at the NBS Boulder (Colo.) labora- 
tories, sponsored by the IBS Radio Standards Laboratory 
(RSL). Lectures and laboratory demonstrations were 
presented to 29 registrants by RSL staff members. After 
an introduction by Dr. J. M. Richardson, Deputy Director 
of IBS for Radio Standards, the generation and measure- 
ment of high frequency noise were discussed in sessions 
conducted by M. G. Arthur, W. C. Daywitt, L. D. Driver. 
and R. L. Martin. Instructors for sessions on high-tem- 
perature and cryogenic noise standards and measurements 
at microwave frequencies were W. C. Daywitt, C. K. S. 
Miller, C. L. Trembath, and Dr. D. F. Wait, an NBS Senior 
Research Fellow. H. Wassink contributed a session on 
plasmas as noise sources. 

The seminar on High Frequency and Microwave Field 
Strength met Mar. 7-9 at the NBS Boulder laboratories, 
again under RSL sponsorship; there were 36 registrants. 
The program was tailored to the needs of those concerned 
with antenna standards and their derivation, and with 
the measurement of field strength at frequencies from VLF 
to microwaves. Theoretical discussions and laboratory 
demonstrations were presented by nine RSL staff members 
and two from ITSA (Institute for Telecommunication Sci- 
ences, formerly part of NBS Central Propagation Labora- 
tory and now in ESSA). Sessions on antenna gain were 
led by R. W. Beatty, R. R. Bowman, R. G. Fitzgerrell 
(ITSA), and J. E. Adams (ITSA); on near-field meas- 
urements, by F. M. Greene; on low (30 Hz to 30 MHz) 
and high (30 to 1000 MHz) frequency field strength stand- 

continued 
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STANDARDS AND CALIBRATION continued 


ards and measurements, by F. M. Greene, H. E. Taggart, 
and M. G. Arthur; on calibration of field strength meters 
and loop and dipole antennas, by H. E. Taggart; on cali- 
bration of horn antennas and evaluation of anechoic cham- 
bers, by R. R. Bowman; and on antenna measurements at 
arbitrary distances by Drs. D. M. Kerns, R. C. Baird, and 
P. F. Wacker. 


CALIBRATION SERVICE FOR 
MICROWAVE POWER IN WR 187 WAVEGUIDE 
(3.95 to 5.85 GHz) 


The NBS Radio Standards Laboratory at Boulder, Colo.. 
announces a calibration service for the measurement of 
effective efficiency and calibration factor of bolometer 
units and bolometer-coupler units in WR 187 waveguide. 
Although calibrations can be performed at any frequency 
in the useful range of the waveguide (3.95-5.85 GHz). 
it is more economical to the customer if calibrations are 
performed at the selected ' frequencies of 4.35, 4.90, and 
5.25 GHz. 

The quantities measured in these services 
following definitions: * 

Effective efficiency for bolometer units: the ratio of 
the substituted d-c power in the bolometer unit to the 
microwave power dissipated within the bolometer unit. 

Calibration factor for bolometer units: the ratio of 
the substituted d-c power in the bolometer unit to the 
microwave power incident upon the bolometer unit. 

Calibration factor for bolometer-coupler units: 


have the 


the 
ratio of the substituted d-c power in the bolometer unit 
on the side arm of the directional coupler to the micro- 
wave power incident upon a nonreflecting load attached 
at the output port of the main arm. 


Because of certain limitations in adapting the micro- 
wave microcalorimeter to measurement of power in the 
larger waveguide sizes, the effective efficiency and calibra- 
tion factor of bolometer units in WR 187 waveguide are 
measured somewhat indirectly by using a working stand- 
ard that has been calibrated by the impedance method." * ° 
The impedance technique yields a direct measurement of 
the efficiency of a bolometer unit. this efficiency 
measurement usually is of special interest only. The 
efficiency is defined as the ratio of microwave power ab- 
sorbed by the bolometer element to the microwave power 
dissipated within the bolometer unit. 

The effective efficiency and calibration factor of a bolom- 
eter unit, as well as the calibration factor of a bolometer- 
coupler unit, are measured with an uncertainty no greater 
than 2 percent in the WR 187 waveguide. For these 
measurements the element can be of the barretter or therm- 
istor type, and of either 100- or 200-ohm 
operating at a bias current between 3.5 and 15 mA. 


However, 


resistance, 


The 
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bolometer unit can be of either the fixed-tuned or untun: d 


broadband type. Power measurements can be made cn 
bolometer units over a range of 0.1 to 10 mW. 

Power measurements can be made on bolometer-coupl:r | 
units in WR 187 waveguide with coupling ratios from 3 | 
to 20 dB. A bolometer unit of either the fixed-tuned or 
untuned broadband type must be permanently attached 
to the side arm of the coupler. The coupler should have 
a directivity of no less than 40 dB, and a VSWR no greaier 
than 1.05 for the input and output ports of the main arm 
of the coupler. 


CALIBRATION SERVICES ' 
FOR WAVEGUIDE REFLECTORS IN 
WR 112 AND WR 187 WAVEGUIDE 


Calibration services for the measurement of reflection 
coefficient magnitude’ of waveguide reflectors (mis- 
matches) in WR 112 and WR 187 waveguides have been 
announced by the Radio Standards Laboratory (Boulder, 
Colo.). Similar calibration services in three other wave- 
guide sizes, WR 137, WR 90, and WR 62, are already 
available. 

The calibration can be performed at any frequency 
within the ranges of the waveguides: 7.05 to 10.0 GHz 
for WR 112 or 3.95 to 5.85 GHz for WR 187. However, 
it is more economical for the customer if calibrations are 
performed at the selected ’ frequencies of 7.75, 8.50, and 
9.00 GHz for the WR 112 waveguide and 4.35, 4.90, and 
5.25 GHz for the WR 187 waveguide. 

Measurements can be made over the range from 0.024 ¢ 
to 0.2, with an uncertainty of the reflection coefficient 
magnitude expressed as -+ (0.0002+0.002|T|), where T 
is the numerical value of the measured magnitude. 


STANDARD FREQUENCY AND TIME BROADCASTS 


WWV—2.5, 5.0, 10.0, 15.0, 20.0, and 25.0 MHz 
WWVH-—2.5, 5.0, 10.0, and 15.0 MHz 
WWVB—60 kHz 


Radio stations WWV (Fort Collins, Colo.) and WWVH 
(Maui, Hawaii) broadcast signals.that are kept in close | 
agreement with the UT2 scale ‘by making step adjustment: | 
of 100 ms as necessary. Each pulse ‘indicates that the | 
earth has rotated approximately 15 arcseconds about its | 
axis since the previous one. Adjustments are made at | 
0000 UT (7:00 p.m., e.s.t.) on the first day of a month. | 
There will be no adjustment made on 1 January 196( 
The pulses occur at intervals that are longer than | second 
by 300 parts in 10'° due to an offset in carrier frequenc) 
coordinated by the Bureau International de l’Heure, Paris 
France. 

Radio station WWVB (Fort Collins, Colo.) broadcast} | 
seconds pulses derived from the NBS Time Standard wit! 
no offset. Step adjustments of 200 ms are made at oi 
UT on the first day of a month when necessary. NBS 
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directs that such adjustments be made in the scale at 
intervals to maintain the seconds pulses within about 100 
ms of UT2. There will be no adjustment made on 1 Jan- 
uary 1967. 

There was an adjustment in the phase of seconds pulses 
emitted from radio station WWVB, Fort Collins, Colo- 
rado on 15 December 1966. The clock at the station was 
retarded by 114.7638 ms at 0000 hours UT 15 December 
1966 (7:00 p.m., e.s.t. of 14 December 1966). 

This phase adjustment ensures that the emitted pulses 
from station WWVB will remain within approximately 
100 ms of UT2 and at the same time differ from the 
atomic time scale maintained by NBS by an integral mul- 
tiple of 200 ms. The adjustment will also facilitate inter- 










STAN DARD 
REFERENCE 
MATERIALS 


TEARING STRENGTH STANDARD 
FOR PAPER RENEWED 


A little more than 4 years ago, the National Bureau of 
Standards issued its first standard reference material for 
tearing strength of paper.'' This standard, NBS No. 704. 
was issued to increase the accuracy of measuring the in- 
ternal tearing strength of paper. The supplies of NBS 
Standard No. 704 are now exhausted. However, because 
of continued demand for a tearing strength standard for 
paper, NBS has reissued the standard as No. 704a to 
replace No. 704. 

To obtain predictable best results in service, the physi- 
cal properties of paper must be closely controlled. To 
this end, the Technical Association of the Pulp and Paper 
Industry has a test method, TAPPI Standard T414 ts-65, 
Internal Tearing Resistance of Paper, which recommends 
the use of the NBS standard reference material. This 
recommendation and the initial development of the tear 
standard sample were sponsored by the API-TAPPI Refer- 
ence Materials Committee, and involved a cooperative ef- 
fort of the API (American Paper Institute—formerly the 
American Pulp and Paper Association), TAPPI, the Insti- 
tute of Paper Chemistry (IPC), and the National Bureau 
of Standards. Periodic checks are made between NBS 
and IPC to assure proper assignments of values to the 
standard reference material. 
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comparison of the broadcast time scale with those of other 
laboratories. 


‘In performing microwave calibrations, a considerable amount of time 
usually is needed to prepare the system for measurement operation. Much 
of this preparation is related to adjustment of the system to the frequency 
of operation selected for the calibration. Time and cost often can be re- 
duced by minimizing the number of times the operating frequency of the 
calibration system must be readjusted. 

? Bolometric microwave power calibration techniques at the National 
Bureau of Standards, by R. F. Desch and R. E. Larson, IEEE Trans. on 
Instrumentation and Measurement, IM—12, No. 1, June 1963. 

® Determination of efficiency of microwave bolometer mounts from im- 
pedance data, by David M. Kerns, J. Res. NBS 42, 579 (1949) RP 1995. 

*An improved method of measuring efficiencies of ultra-high-frequency 
and microwave bolometer mounts, by R. W. Beatty and Frank Reggia, J. Res. 
NBS 54, 321 (1955) RP 2594. 

>A bolometer mount efficiency measurement technique, by G. F. Engen, 
J. Res. NBS 65C, 113 (1961). 





NBS Standard No. 704a, costs $7.00 a package. It is 
available on a subscription or individual package basis, 
as was No. 704. The API-TAPPI Committee has recom- 
mended that initial subscriptions be for 12 monthly ship- 
ments ($84.00). If experience shows satisfactory per- 
formance, frequency of calibration may be reduced to a 
quarterly basis, or even lower frequency.” Criteria for 
reduced frequency are included in the instructions shipped 
with the standard sample. When ordering a quarterly 
subscription (4 shipments, $28.00), specify the months 
in which shipments are to be made. Subscription orders 
once entered cannot be changed during the term of the 
subscription. 

Each package of NBS Standard 704a contains approxi- 
mately 120 sheets, 6 in. x 9 in., sufficient to make more 
than forty 16-ply specimens. Purchase orders should be 
sent to the Office of Standard Reference Materials, Na- 
tional Bureau of Standards, Washington, D.C. 20234.* 


1 Tearing strength standard for paper, Standard Materials, NBS Tech 
News Bull. 46, No. 6, 72-73 (June 1962), also Tappi 45, No. 7, 127A 
(July 1962). 

* Frequency of paper strength calibrations may be reduced, Standard 
Materials, NBS Tech. News Bull. 47, No. 9, 168 (September 1963), also 
Tappi 46, No. 11, 126A (Nov. 1963). 

* For a complete list of NBS standards, see Standard Reference Materials 
Catalog and Price List of Standard Materials Issued by the National Bureau 
of Standards, NBS Misc. Publ. 260, available from the Superintendent of 
Documents, U.S. Government Printing Office, Washington, D.C. 20402, for 
45 cents: 
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The framing camera record of an exploding aluminum wire 

shows the growth of the explosion for the period from 8 usec to 

19 usec after current initiation. Between 10 and 15 usec 

the arc is sharply defined and there is little mixing between metal 
vapor and the surrounding air; then, at 16 usec ejected particles and 
reaction products begin to envelop the columns. 


The high-intensity, pulsed light from electrically ex- 
ploded wires is used to pump lasers, to produce intense 
radiation for flash photolysis experiments, and to produce 
atomic and molecular species for spectroscopic studies. 
The NBS Institute for Basic Standards is currently utiliz- 
ing the exploding wire as a laboratory technique for study- 
ing atomic and molecular processes at high temperatures. 
This study is being conducted for the Air Force Office of 
Scientific Research by E. C. Cassidy and S. Abramowitz. 

Capacitor discharge currents as high as 150,000 amperes 
at 14 to 20 kV are employed to explode wire samples of 
selected metals, such as aluminum and titanium. The 
wires, which are about 0.1 mm in diameter and 10 cm 
long, are exploded in sealed cylindrical vessels charged 
with argon, oxygen, hydrogen, or nitrogen at controlled 
pressures between 0.01 and 1 atm. Glass vessels with 
demountable quartz windows have been found most suit- 
able for the spectral studies because the glass, unlike poly- 
meric materials, does not produce features in the spectrum. 
At the levels of energy being applied, a wall thickness of 
4mm is required to prevent explosion of the vessel. 

A high-speed framing camera is used to observe the 


growth of the explosion with time. A high-speed drum 


NBS Studies 
Light From 


Exploding 
Wires 


camera is focused on the focal plane of a spectrograph 
to record the time history of the exprosion spectrum. More 
detailed information on the spectrum at selected intervals 
is obtained from time-resolved photographic plates of the 
spectrum, taken with the aid of a rotating shutter disc.’ 

Thus far, results have suggested a method for estimat- 
ing the average temperature of the exploding metal vapor 
at certain intervals during the explosion.” Methods have 
for measurements of 
electrical current, voltage, power and energy dissipation 
during the explosive discharge." 

The spectral studies have shown that the explosion pro- 
duces intense continuum radiation for about 100 micro- 
seconds. After this period, the spectral distribution 
depends upon the wire material and the environment. 
Aluminum wires exploded in argon and nitrogen produce 
numerous atomic lines from the wire material (and _ its 
impurities). As the intensity of the continuum declines, 
the lines become more distinct and endure for several mil- 
Most of the lines appear in emission. The 
interval between 600 and 1100 microseconds after initia- 


also been devised time-resolved 


liseconds. 


tion of the discharge current has been found most suitable 
for spectral study of these systems. 
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NBS Precision Measurement 
Seminars for 1967 


In continuation of the program of Precision Measurement Seminars held at the National Bureau of Standards 
since the fall of 1963, the group of topics listed below is planned for the spring of 1967. The purpose is to present 
information on the problems of standards laboratories in measuring physical quantities and calibrating instruments 
primarily at levels of accuracy used at the Bureau in its calibration services. The program is part of a broader NBS 
effort to provide advice and assistance on measurement and calibration problems met by the growing number of 
standards laboratories serving either research or production activities in industry, in the universities, and in other 
government agencies. 

The seminars are open to a limited number of persons from measurement and standards laboratories who meet 
appropriate prerequisites relating to education, work experience, and current professional activity. The sessions will 
include lectures and group discussions, supplemented by laboratory demonstrations. Seminars will last from 3 to 5 
days and will be held at the NBS facilities at Gaithersburg, Md., or at Boulder, Colo., depending on the subject 
matter. The registration fees to be charged cover the estimated added cost to the Bureau. 

Seminars will be offered in the following fields, provided there is sufficient registration in each: 

Precision and Accuracy in Measurement and Calibration (G) * 
Calorimetry (G) 

Thermocouples and/or Optical Pyrometers (G) 

Phase Shift: LF, HF, and MW (B) ** 

High Frequency Voltage (B) 


The suggestions of laboratory directors as to topics to be treated in future seminars will be welcomed. They should 
be sent to Dr. H. L. Mason, Assistant to the Director, Institute for Basic Standards, National Bureau of Standards, 
Washington, D.C. 20234. Three seminars which had been tentatively scheduled for the spring of 1967—Length, 
Low Frequency Electrical Measurements, Time and Frequency—are now shifted to the fall of 1967. 

Application procedure: Laboratory directors interested in having qualified members of their staff attend any of 
these seminars should address a letter of application to the individual named in the description of the seminar 
given below. 

Since requests for enrollment usually exceed the number of attendees who can be accommodated, application 
should be made as soon as possible, and should give full details of the candidates’ qualifications in terms of the 
stated prerequisites. Applications should also be accompanied by a check, billing authorization, or purchase order for 
the stated fee. 

Acceptance of qualified applicants, on the basis of first come first served, will be made by letter not later than 
four weeks prior to the scheduled date of the seminar. Detailed information on schedules and housing will be 
available at that time, and refund will be made to applicants not accepted. Those accepted will be expected to 


study the assigned reading material before coming to the seminar, and should be prepared to discuss their own 
experiences with related problems. 


Precision and Accuracy in Measurement and Calibration (G) 


Brief description: A 4-day seminar dealing with the following topics: Measurement—qualitative and quantitative 
aspects. Errors, residuals, precision, accuracy. Quality control of a measurement process, control charts. Measure- 
ment of the precision and assessment of the accuracy of a measurement process. Expression of the uncertainties 
affecting a measurement value. Propagation of error, recording of data, protection against outlying data. Experi- 
mental designs for calibration. Computer procedures. 

Prerequisites: Applicants must have undergraduate college training in engineering or physics and must be 
currently engaged at a professional level in metrology or calibration. Preparation should include review of “ASTM 
Manual on Quality Control of Materials,” Special Publication 15-C; E. B. Wilson, An Introduction to Scientific 
Research, ch. 7, 8, and 9; Churchill Eisenhart, Realistic Evaluation of the Precision and Accuracy of Instrument 
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Calibration Systems, NBS Journal of Research 67C, pp. 161-187 (April-June 1963). 
selected articles will be sent to participants. 
Arrangements: Group will be limited to 50 selected on the basis of academic qualification and experience. 


Fee, $100. Scheduled dates: February 13-16, 1967. Apply to J. M. Cameron, Applied Mathematics Division, National 
Bureau of Standards, Washington, D.C. 20234. 


A list of references and 














Calorimeiry (G) 


Brief description: This 4-day seminar will cover the general field of calorimetry. Most of the seminar will be 
devoted to experimental methods and techniques used in accurate calorimetry. Subjects covered will include low 
and high temperature calorimetry, combustion and reaction calorimetry, microcalorimetry, automation of calorimetry, 


principles of calorimetric design, etc. The seminar will consist of lectures, discussions, and visits to NBS calorimetric 
laboratories. 

















Prerequisites: Candidates must have undergraduate college-level training in physics, physical chemistry, or 
engineering and be involved in experimental calorimetry, either directly or in a supervisory capacity. Prior 
to the seminar, candidates will be furnished copies of some of the material to be covered in the seminar. 

Arrangements: Attendance will be limited to 30 people. Fee, $150. Tentative dates: May 15-19, 1967. 
to D. C. Ginnings, Heat Division, National Bureau of Standards, Washington, D.C. 20234. 











Apply 






Thermocouples and/or Optical Pyrometers (G) 


This seminar will be divided into two parts, as indicated below. 


The information under “General” is relevant 
to both parts. 








Part I 


Brief description: Part I will cover the calibration of common types of thermocouples and thermocouple materials 
by the comparison method and by the fixed point method. Procedures for the calibration of refractory and noble 
metal thermocouples by direct comparison with an optical pyrometer will also be covered. 
techniques will be described and laboratory demonstrations will be included. 

Prerequisites: Candidates must have undergraduate, college-level training in engineering or physics, or equivalent 
experience, and must be currently engaged at a professional level in standards work involving the precision calibration 
of thermocouples. Preparation for the seminar should include a review of NBS Handbook 77, Vol. II, pages 68-110, 
NBS Circular 590, and NBS Monograph 37. 


Dates: May 22-24, 1967, with the afternoon of May 24 open for additional informal discussion if desired. 
Part II 


Brief description: Part II will cover the theory used in realizing the International Practical Temperature Scale 
and in determining brightness temperatures of nonblackbodies with an optical pyrometer. Experimental apparatus 
and techniques used in primary and secondary calibrations will be discussed and demonstrated. New problems and 
precautions relating to high-precision photoelectric pyrometers will also be included. 

Prerequisites: Candidates must have undergraduate, college-level training in engineering or physics, or equivalent 
experience, and must be currently engaged at a professional level in standards work involving the precision calibration 
of optical pyrometers. Preparation for the seminar should include a review of NBS Monographs 37 and 41 and the 
paper on the NBS photoelectric pyrometer appearing in the October 1966 issue of Metrologia. 


Dates: May 24 (afternoon), May 25, and May 26 (morning), 1967, with the afternoon of May 26 open for 
additional informal discussion if desired. 
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Special Session: In the morning of May 24 a discussion and description of the International Practical Tempera- 
ture Scale will be held; attendees at either part of the seminar are invited. 
Registration Fees: A fee of $150 will be charged for each part of the seminar, or $250 for those wishing to 


attend both parts. Reprints of the material required for study prior to the seminar will be mailed to prospective 
attendees with the notice of their acceptance. 
































Note: This seminar is a repeat, with some updating, of the seminar given in December of 1964. Because of 
space restrictions for laboratory demonstrations, only a limited number of applicants will be accepted. Applications 
should be directed to J. F. Swindells, Temperature Section, National Bureau of Standards, Washington, D.C. 20234. 














Phase Shift: 
Low Frequency, High Frequency, and Microwave (B) 


Brief description: This 3-day seminar will cover topics of interest to those concerned with the measurement of 
phase shift at frequencies from LF through the microwave regions. Topics of discussion will include definitions of 
terms, phase shift equations, phase shift devices, phase shift measurement techniques, measurement errors, and time 
delay measurement techniques. Emphasis will be on phase shift measurement techniques in use at the Nationa} 
Bureau of Standards, and the accuracy limitations of these techniques. Discussions will be supplemented by 
laboratory demonstrations. 

Prerequisites: Candidates must have college undergraduate level training in engineering or physics, or equivalent 
experience, and must be currently engaged in precision measurement at a professional level. 

Arrangements: Attendance will be limited to approximately 30 people. Fee, $120. Scheduled dates, June 12-14, 


1967. Apply to Doyle A. Ellerbruch, Microwave Circuit Standards, Radio Standards Laboratory, National Bureau of 
Standards, Boulder, Colo. 80302. 


High Frequency Voltage (B) 


Brief description: This 3-day seminar will cover standards and calibration techniques of voltages at frequencies 
of 30 kHz to 1 GHz, with emphasis on NBS ECC (Echelon I) and standardization laboratories (Echelon II) 
activities. National primary standards and techniques, and electric field distributions in coaxial and hollow wave- 
guides will be discussed. Voltage standards for levels from a microvolt to several volts will be the major area; a 
lecture and demonstration will be presented on extension of the magnitudes by attenuators. Effect of noise as 
related to voltage measurements will be analyzed. Lecture demonstrations will be presented on pulse-peak voltage 
measurements and calibrations. Other topics of discussion will include principles, theory, description, and error 
analyses of h-f voltage bridges, cathode-ray tube voltage standards, A-T voltmeters, rf micropotentiometers, voltage 


Tee’s, thermal converters, attenuators, precision pulse-peak voltmeter, high voltage calibration consoles, microvolt 


calibration consoles, applications of interlaboratory standards. Approximately 30 lectures, discussions, and demon- 
strations are planned, some of them to be presented simultaneously to three groups. 

Prerequisites: Candidates must have college undergraduate level training in engineering or physics, or equivalent 
experience, and must be engaged currently in precision measurement at a professional level. 

Arrangements: Attendance is limited to 30 persons. Fee, $120. Scheduled dates: June 7-9, 1967. Apply to 
M. C. Selby, Scientific Consultant, Radio Standards Laboratory, National Bureau of Standards, Boulder, Colo. 80302. 


*(G) indicates seminar to be held at Gaithersburg, Md. 


**(B) indicates seminar to be held at Boulder, Colo. 











Continuous and time-resolved spectroscopic records obtained from 
an aluminum wire exploded in nitrogen by use of a NBS drum 
camera and a rotating shutter disc, respectively. 


With aluminum wires exploded in oxygen, chemical 
reaction occurs in less than 50 psec, and Al0O bands are 
observed for several milliseconds, first in absorption and 
then in emission. Aluminum wires in hydrogen produce 
A1H bands in absorption between 50 and 500 usec after 
initiation of the discharge. These bands do not appear 
in emission. 

The initial continuum radiation from titanium wires is 
more intense, by a factor of 5 to 10, than that from alumi- 
num wires. The spectral distributions from titanium wires 
in argon, nitrogen, and hydrogen are nearly identical. 
Continuum radiation is predominant for about 100 psec; 
then numerous lines from atomic and ionic species appear 
and endure for several milliseconds. Titanium wires ex- 
ploded in oxygen at 0.76 torr pressure show a similar com- 
plex line spectrum. At higher oxygen pressures, the initial 
continuum intensity is increased, and after about 100 
usec TiO bands appear in absorption. The intense con- 
tinuum produced by titanium wires in oxygen at pressures 
greater than 76 torr covers the entire wavelength range 


from 2200 to 6200 A. Because of the great intensity and 


broad wavelength coverage of these systems, exploding 
titanium wires are now being used as a secondary source 
of ultravoilet continuum radiation for absorption studies 
of the A1H and A1O bands produced by exploding alumi- 
num wires. 


‘For technical details, see Rotating shutter for time-resolved spectros- 
copy in the microsecond range, by I. R. Bartky and A. M. Bass, Appl. Opt 
4, 1354 (1965) 

* For technical details, see Photographic and spectroscopic. studies of ex- 
ploding wires in a sealed vessel, by E. C. Cassidy and K. K. Neumann, Proc 
7th International Congress on High-Speed Photography, Zurich, Switzerland, 
ept. 1965 (in press) 

* Time-Resolved electrical measurements in high current discharges, by 
E. C. Cassidy, S. W. Zimmerman. and K. K. Neumann. Rev. Sci Instr. (Feb 
1966) 


Mrs. E. C. Cassidy switches on the high voltage (power suppl) 
to right of switch bank) for an exploding wire experiment. The 
delay circuits (extreme right) synchronize the monitoring drum 
camera (control unit at top left of switch box), framing camera 
(control unit below drum camera control), rotating spectrograph 

shutter disc, and oscilloscopes (left) with the highly transient 


explosion. 
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This column regularly reports significant developments 
in the program of the National Standard Reference Data 
System. The NSRDS was established in 1963 by the 
President’s Office of Science and Technology to make 
critically evaluated data in the physical sciences available 
to science and technology on a national basis. The System 
is administered and coordinated by the National Bureau 
of Standards through the NBS Office of Standard Refer- 


ence Data. 


Experiments in Citation Indexing and 
Bibliographic Coupling 


The Office of Standard Reference Data is conducting 
experiments to gain familiarity with remote on-line access 
to computers, and to explore the use of citation indexing 
and bibliographic coupling for solving retrieval problems. 

The Office has obtained limited access to Project MAC’s 
large computer at Massachusetts Institute of Technology. 
This computer has unexcelled facilities for remote on-line 
access and contains a large file of bibliographic references 
from the periodical literature in physics. The only file 
of its kind, it is completely computerized, and therefore 
uniquely suited for these experiments. The file lists all 
papers in recent volumes of leading physics journals, as 
well as the literature references cited in them. Thus it 
is possible to search for recent papers citing an older paper, 
and to search for papers which have citations in common 
with another paper. 

Such sharing of citations (“bibliographic coupling” ) 
implies that the papers pertain to related subjects, although 
this is not necessarily true. Suppose, for example, that 
a scientist wishes to find the latest value for the atomic 
weight of some element. He knows that this was measured 
some years ago, and that it may have been revised since. 
He enters the index with the latest publication on this sub- 
ject known to him—perhaps 5 or 10 years old—in the 
hope that a subsequent revision would reference the pre- 
vious result. This kind of problem occurs frequently in 
operations such as those of the NSRDS data centers. 

Other applications of a citation index are preparing 
bibliographies, maintaining awareness of current pro- 
grams, and finding reviews of a paper or corrections to it. 
These examples may suffice to show that a citation index 
is a useful tool in many scientific undertakings, and par- 
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ticularly applicable in a system such as NSRDS. 

Studies of long-distance access to computers may result 
in retrieval of data stored in computers all over the country 
by customers using inexpensive general-purpose terminal 
facilities. The technology for doing this is already in 
existence and may soon be used for a variety of purposes. 
Remote computer terminals may shortly be within easy 
reach of many scientists and engineers. At that time ac- 


cess to a central computer file of standard reference data 
is a service which NSRDS should be prepared to offer. 


ORNL Atomic and Molecular Processes 
Information Center 


The Atomic and Molecular Processes Information 
Center (AMPIC) is one of about a dozen information 
centers operated by the Oak Ridge National Laboratory. 
It began operation in 1965 to obtain, codify, evaluate, re- 
view, and retrieve data on atomic and molecular processes. 
AMPIC functions through the part-time use of 5 experi- 
enced scientists at the Laboratory and consulting contracts 
with 10 scientists at 5 universities here and abroad. In 
addition, one full-time computer specialist is assigned to 
the Center. The overall effort is sponsored jointly by the 
NBS Office of Standard Reference Data and the Atomic 
Energy Commission’s Division of Technical Information. 

Scientific interest in physical and chemical processes on 
an atomic scale has expanded from the study of modest 
laboratory gas discharges to include potential thermonu- 
clear plasmas, astrophysical systems, and magneto-hydro- 
dynamic phenomena, as well as numerous gas and plasma 
systems not in thermodynamic equilibrium (such as 
Collisions of a binary, and less frequently, of a 
ternary nature dominate this fourth state of matter—the 
plasma state. New data in many fields of particle collision 
physics are continually being revealed and must be pre- 
sented in useful data forms for the applied scientist. 

Areas of major interest to AMPIC include: 

(1) The interaction of heavy particles with other heavy 


lasers). 


particles. 

(2) Electron and heavy particle interactions with 
macroscopic matter. 

(3) The effects of static or quasi-static electric and 
magnetic fields on heavy particles, especially those in 
excited states. 
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Bibliographies in these and several contiguous areas 
have been issued for 1963 and 1964. The 1965 bibliog- 
raphy is in process. 

Besides the many routine tasks of scientific appraisal 
and codification on the proliferating literature on atomic 
and molecular processes, the Center is underwriting critical 
reviews of published and unpublished data in the fields of 
ion-atom rearrangement collisions and of ionization, ex- 
citation, and dissociation by heavy particles. Other mono- 
graph-type reviews are also contemplated. In addition, the 
Center serves as a sort of clearing house for technical in- 
formation in its subject field. 

Requests for information should be directed to Atomic 
and Molecular Processes Information Center, Oak Ridge 


National Laboratory, P.O. Box Y, Oak Ridge, Tenn. 37830. 


The Texas A&M Thermodynamics Properties 
Data Center 


The Texas A&M Thermodynamics Properties Data Cen- 
ter produces scientific data on a large number of diversi- 
fied yet related sets of property values such as physical, 
P-V-T, thermochemical, thermodynamic, and _ spectral 
properties of importance to technology and research. 

The present extensive activities of the Center are the 
result of 24 years of continuously expanding effort in the 
field of critical data compilation beginning with the crea- 
tion of the American Petroleum Institute Research Project 
44 in 1942, at the National Bureau of Standards in Wash- 
ington, D.C. 

Two relocations, to Carnegie Institute of Technology, 
Pittsburgh, Pa., in 1950, and to Texas A&M University 
in 1961, with interim expansion to include the Manu- 
facturing Chemists Association Research Project in 1955 
and affiliation with the NBS Office of Standard Reference 
Data in 1964, have resulted, through the coordinated ef- 
forts of the sponsoring agencies, in the evolution of a 
unique scientific data center. Until 1960 the combined 
projects were directed by Frederick D. Rossini who was 
succeeded by Bruno J. Zwolinski. 

The staff of 12 to 15 experienced professionals, sup- 
ported by editorial and office personnel, are engaged in ex- 
tensive literature search and selection, evaluation, and 
correlation of data, as well as theoretical and experimental 
research leading to the preparation of physical, thermo- 
dynamic, and spectral data for: 

(1) Hydrocarbons and related compounds (American 
Petroleum Institute Research Project 44). 

(2) Organic and inorganic compounds of importance 
to the chemical industry. (Formal connection with the 
Manufacturing Chemists Association was discontinued in 
June 1966, but the compilation work in this area will con- 
tinue in the same manner under the NBS research project 
and the Thermodynamic Research Center data project. ) 

Semiannual supplements of looseleaf sheets in the form 
of numerical and spectral data tables are published for 
the catalogs of each of these two projects in six separate 
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categories. As of June 1966, the combined catalogs of the 
projects included 3,126 valid sheets of physical and ther- 
modynamic properties with 430,046 individual numerical 
values for 5,084 compounds representing 344 classes of 
compounds in 50 property tables plus 8,616 valid sheets 
of spectral data. Cooperating experts, member sub- 
scribers, purchasers and discount purchasers located 
throughout the free world make up a total of 1,780 recipi- 
ents of these publications. 

Through a cooperative arrangement with American 
Petroleum Institute Kesearch Project 58B at Carnegie 
Institute of Technology, the Center has access to a large 
collection of very high purity hydrocarbon samples for 
use in the Center’s experimental program. Methods of 
predicting and correlating properties are developed and 
used when reliable experimental data are not available. 
An ll-member American Petroleum Institute Advisory 
Committee headed by William O. Taff, Esso Research 
Laboratories, Linden, N.J., provides guidance and liaison 
with industry. 

The aim of the Center is to fulfill the urgent need for 
continuing critical analysis and to reduce currently pub- 
lished laboratory data into tables of “best” selected 
physiochemical values in a usable form for basic and 
applied research. 


New Publication: The Band Spectrum of Carbon 
Monoxide 


The aims of molecular spectroscopy include the deter- 
mination of energy levels, molecular constants, and poten- 
tial energy curves and the elucidation of the electronic 
structure. Such data are of use to spectroscopists, astron- 
omers, and those scientists who are interested in thermo- 
dynamic and transport properties, and chemical kinetics. 
These data are especially significant in the case of diatomic 
molecules, because of the depth of analysis that can be 
made of a two-atom system. 

There exists no unified up-to-date compilation of spec- 
troscopic data for diatomic molecules. The standard 
references in use are incomplete and out of date. Major 
revisions and updating are in progress but rapid accumula- 
tion of new data has created the need for a current critical 
review and more extensive compilation. 

NSRDS-NBS-5, The Band Spectrum of Carbon Mon- 
oxide,* by Paul H. Krupenie, the first publication in a 
series on diatomic molecules, reviews the literature on the 
spectrum of carbon monoxide (CO, CO*, and CO**) in 
the gas phase. It also contains a compilation of critically 
evaluated numerical data on band positions, molecular 
constants, energy levels, potential energy curves, data 
pertaining to transition probabilities, and other molecular 
properties derived from the spectrum. Estimates of relia- 
bility are given where possible. 

Though the text provides no spectrograms nor does it 
offer discussions of topics like infrared intensities, absorp- 
tion coefficients, and line-shapes and widths, NSRDS- 

continuea 


241 








NSRDS NEWS continued 


NBS-5 does review and examine the papers from which 
the data have been extracted to construct evaluated tables. 
The references cited constitute a critical bibliography. 


NSRDS Publication Summary 


A. Publications Issued in NSRDS Series: 


1. NSRDS—Plan of Operation, by E. L. Brady and M. B. 
Wallenstein, NSRDS—-NBS-1 (15 cents) .* 

2. Thermal Properties of Aqueous Uni-univalent Electro- 
lytes, by V. B. Parker, NSRDS-NBS-2 (45 cents) .* 

3. Selected Tables of Atomic Spectra, Atomic Energy 
Levels and Multiplet Tables, Si II, Si III, Si IV, by C. E. 
Moore, NSRDS-NBS-3 (35 cents) .* 

4. Atomic Transition Probabilities, Volume I, Hydrogen 
Through Neon, by W. L. Wiese, M. W. Smith, and B. M. 
Glennon, NSRDS-NBS-4. ($2.50) .* 

5. The Band Spectrum of Carbon Monoxide, by Paul H. 
Krupenie, NSRDS-NBS-5 (70 cents) .* 

6. Tables of Molecular Vibrational Frequencies, by T. 
Shimanouchi, NSRDS-NBS-6 (in press) .* 

7. High Temperature Properties and Decomposition of 
Inorganic Salts, Part I, Sulfate, by K. H. Stern and E. L. 
Weise, NSRDS—NBS-7 (35 cents) .* 

8. Thermal Conductivity of Selected Materials, by R. W. 
Powell, C. Y. Ho, P. E. Liley, Thermophysical Research 
Center, Purdue University, NSRDS—NBS-8 (in press) .* 


B. Other NBS Compilations of Data: 


1. Selected Values of Chemical Thermodynamic Prop- 
erties, Part 1, Tables for the First Twenty-Three Elements 
in the Standard Order of Arrangement, by D. D. Wagman, 
W. H. Evans, I. Halow, V. B. Parker, S. M. Bailey, and 
R. H. Schumm, NBS Tech. Note 270-1 (65 cents) .* 

2. Selected Values of Chemical Thermodynamic Prop- 
erties, Part 2 Tables for the Elements Twenty-Three 
Through Thirty-Two, in the Standard Order of Arrange- 
ment, by D. D. Wagman, W. H. Evans, I. Halow, V. B. 
Parker, S. M. Bailey, and R. H. Schumm, NBS Tech. Note 
270-2 (40 cents) .* 

3. Electron Impact [Ionization Cross-Section Data for 
Atoms, Atomic Ions, and Diatomic Molecules. I. Ex- 
perimental Data, by L. J. Kieffer and G. H. Dunn, pub- 
lished in Reviews of Modern Physics, Vol. 38, No. 1, 
1-35, January 1966.** Also to be bound with related 
material as an NSRDS Monograph. 

4. Superconductive Materials and Some of Their Prop- 
erties, by B. W. Roberts, NBS Tech. Note 408 (45 cents) .* 
9%. Microwave Spectral Tables, Diatomic Molecules, by 
P. F. Wacker, M. Mizushima, J. D. Peterson, and J. R. 
Ballard, NBS Mono. 70, Vol. I ($2.00) .* 

6. Microwave Spectral Tables Line Strengths of Asym- 
metric Rotors, by P. F. Wacker and M. R. Pratto, NBS 
Mono. 70, Vol. II ($3.00) .* 
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7. Microwave Spectral Tables, Vol. III, Polyatomic Mole- 
cules with Internal Rotation, NBS Mono. 70-III 
press) .* 

8. Thermodynamics and Related Properties of Parahy- 
drogen from the Triple Point to 100 °K at Pressures to 340 
Atmospheres, by H. M. Roder, L. A. Weber, R. D. Good- 
win, NBS Mono. 94 (75 cents) .* 


from NSRDS Related 


(in 


C. Nondata Publications 
Projects: 


1. Bibliography on Atomic Transition Probabilities, by 
B. M. Glennon and W. L. Wiese, NBS Misc. Pub. 278 (55 
cents ) .* 

2. A Bibliography of Low Energy Electron Collision 
Cross Section Data, 1965, by L. J. Kieffer, JILA Informa- 
tion Center Report No. 2, April 1, 1966 (available from 
JILA University of Colorado, Boulder, Colo. 80302). 

3. Bibliography of Atomic and Molecular Processes for 
1963, by C. F. Barnett, J. A. Ray, J. C. Thompson, and 
E. W. McDaniel, ORNL-AMPIC-1 (July 1965) .*** 

4. Bibliography of Atomic and Molecular Processes for 
1964, by C. F. Barnett, D. A. Griffin, M. O. Krause, J. A. 
Ray, J. W. Hooper, D. W. Martin, E. W. McDaniel, and 
E. N. Thomas, ORNL—-AMPIC-3 (Mar. 1966) .*** 

5. Directory of International Workers in the Field of 
Atomic and Molecular Collisions, 1965, 
ORNL-AMPIC-2 (Oct. 1965) .*** 

6. Automated Computer Tape Program for Estimation 
of Physical Properties of Materials for which no Measure- 
ments Exist (available from the American Institute of 
Chemical Engineers, 345 E. 47th St., New York, N.Y. 

7. Photonuclear Data Index, prepared by Photonuclear 
Data Group, Radiation Physics Division, NBS, NBS Misc. 
Publ. 277 (55 cents) .* 

8. Status Report—National Standard Reference Data 
System, April 1966, NBS Tech. Note 289 (50 cents) .* 

9. Information Handling in the National Standard Refer- 
ence Data System, by F. L. Alt, NBS Tech. Note 290 (25 
cents) .* 

10. Bibliography of Flame Spectroscopy, by Radu Mav- 
rodineanu, NBS Misc. Publ. 281 (in press) .* 

11. A Bibliography on Ion-Molecule Reactions, January 
1900 to March 1966, by F. N. Harllee, H. M. Rosenstock. 
and P. T. Herron, NBS Tech. Note 291 (30 cents) .* 

12. Coblentz Society Specifications for Evaluation of 
Infrared Reference Spectra, by Board of Managers. 
Coblentz Society, Anal. Chem. 38, No. 9 (Aug. 1966). 
(Available on request from Office of Standard Reference 
Data or Coblentz Society. ) 


September 


Available from the Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402. 

Available from the Office of Standard Reference Data, National Bureau 
of Standards, Washington, D.C. 20234. 

Available from Atomic and Molecular Processes Information Center 
Oak Ridge National Laboratory, P.O. Box Y, Oak Ridge, Tenn. 37831 
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PUBLICATIONS of the National Bureau of Standards* 


PERIODICALS 


Technical News Bulletin, Volume 50, No. 11, November 1966. 35 
cents. Annual subscription: $1.50. 75 cents additional for 
foreign mailing. Available on a 1-, 2-, or 3-year subscription 
basis. 


Journal of Research of the National Bureau of Standards 

Section A. Physics and Chemistry. Issued six times a year. 
Annual subscription: Domestic, $5; foreign, $6. Single copy, 
$1.00. 

Section B. Mathematics and Mathematical Physics. 
quarterly. Annual subscription: Domestic, $2.25; 
$2.75. Single copy, 75 cents. 

Section C. Engineering and Instrumentation. Issued quarterly. 
Annual subscription: Domestic, $2.75; foreign, $3.50. Single 
copy, 75 cents. 


OTHER NBS PUBLICATIONS 


Observed phase-front distortion in simulated earth-to-space micro- 
wave transmissions, H. B. Janes and M. C. Thompson, Jr., Tech. 
Note 339 (May 12, 1966), 50 cents. (Formerly Central Radio 
Propagation Laboratory of the National Bureau of Standards, 
now Environmental Science Services Administration, Boulder, 
Colo.) 

Hydromagnetic wave propagation near lIc/s in the upper 
atmosphere and the properties and interpretation of Pe 1 
micropulsations, J. A. Dawson, Tech. Note 342 (June 30, 1966), 
40 cents. (Formerly Central Radio Propagation Laboratory of 
the National Bureau of Standards, now Environmental Science 
Services Administration, Boulder, Colo.) 


PUBLICATIONS IN OTHER JOURNALS 


This column lists all publications by the NBS staff, as soon after 
issuance as practical. For completeness, earlier references not pre- 
viously reported may be included from time to time. 


CHEMISTRY 


Analysis of lanolin in soap, F. J. Linnig, Soap Chem. Specialties 
XVLL, No. 7, 55-57 (July 1966). 

Analytical applications of microwave spectroscopy, D. R. Lide, Jr., 
Book, Advances in Analytical Chemistry and Instrumentation 5, 
235-277 (Interscience Publ., New York, N.Y., 1966). 

Chemical substructure searching with linear uotations, B. A. Mar- 
ron, G. R. Boltsky, and S. J. Tauber, J. Chem. Doc. 6, 92-95 
(May 1966). 

Determination of glycerol in paper, E. L. Graminski and B. W. For- 
shee, Tappi 49, No. 7, 324-326 (July 1966). 

Electron spin resonance studies of the reaction of water-soluble 
polymers with hydroxyl radicals, F. Sicilio, M. Dousset, R. E. 
Florin, and L. A. Wall, (Proc. 150th American Chemical Society 
Meeting, Atlantic City, N.J., Sept. 12-17, 1965), Polymer Pre- 
print 6, No. 2, 958-964 (Sept. 1965). 

Experimental and theoretical studies of photoionization efficiency 
curves for C:H: and C:D2, R. Botter, V. H. Dibeler, J. A. Walker, 
and H. M. Rosenstock, J. Chem. Phys. 44, No. 3, 1271-1278 
(Feb. 1966). 

Gas-phase radiolysis and photolysis of neopetane, S. G. Lias and P. 
Ausloos, J. Chem. Phys. 43, No. 8, 2748-2759 (Oct. 1965). 

Identification of inclusions with the electron probe microanalyzer, 
K. F. J. Heinrich, Am. Soc. Testing Mater. Spec. Tech. Publ. 393 
(Jan. 1966). 

Intramolecular insertion of isobutylidene in the vacuum ultraviolet 
photolysis of isobutane, E. Tschuikow-Roux and J. R. McNesby, 
rans. Faraday Soc. 62, No. 524, 2158-2163 (Aug. 1966). 

Investigation of polymer pyrolysis with thermogravimetry, J. H. 
Flynn and L. A. Wall (Proc. 150th American Chemical Society 
Meeting, Atlantic City, N.J., Sept. 12-17, 1965), Polymer Pre- 
print 6, No. 2, 945-955 (Sept. 1965). 


Mass spectrometric study of the reactions of O atoms with NO 


Issued 
foreign, 


December 1966 


and NO:, Erratum, J. T. Herron, J. Chem. Phys. 44, No. 9, 
3645 (May 1966). 


Oxidation of asphalt flux with oxides of nitrogen, P. G. Campbell 
and J. R. Wright, Am Chem. Soc. Div. Petroleum Chem. 10, 
No. 1, 79-89 (Mar. 1965). 


Phenylhydrazono-phenylazo tautomerism. Part I. xylo-4,5,6-tri- 
hydroxy-2-oxo-1, 3-bis(phenylhydrazono) cyclohexane and 4- 
oxo-1-phenyl-5-phenylazo-3-pyridazine derivatives, H. S. Isbell 
and A. J. Fatiadi, Carbohydrate Res. 2, No. 2, 204-215 (June 
1966). 


Polymerization and pyrolysis of poly-1, 2-dihydronaphthalene, L. 
A. Wall, L. J. Fetters, and S. Straus (Proc. 150th American 
Chemical Society Meeting, Atlantic City, N.J., Sept. 12-17, 
1965), Polymer Preprint 6, No. 2, 930-939 (Sept. 1965). 

Radiation-induced polymerization at high pressure of 3,3,3-trifluoro- 
propene; 4,4,4,3,3-pentafluorobutene-l1; and_ 5,5,5,4,4,3,3-hepta- 
fluoropentene-1, D. W. Brown (Proc. 150th American Chemical 
Society Meeting, Atlantic City, N.J., Sept. 12-17, 1965), Poly- 
mer Preprint 6, No. 2, 965-976 (Sept. 1965). 

Solid-vapor equilibrium in the system helium-methane, M. J. 
Hiza and A. J. Kidnay (Proc. 1965 Cryogenic Engineering 
Conf., Rice University, Houston, Tex., Aug. 23-25, 1965), Book, 
Advances in Cryogenic Engineering 11, 338-348 Plenum Press 
Inc., New York, N.Y., 1966). 

Status of light-element heat-capacity calorimetry at the National 
Bureau of Standards: a review of the high-temperature thermo- 
dynamics, of the BeO-H.0 system, T. B. Douglas, Proc. 4th Meet- 
ing Interagency Chemical Rocket Propulsion Group, Working 
Group on Thermochemistry, Kennedy Space Flight Center, Flor- 
ida, Mar. 16-17, 1966, I, No. 108, 27 (Chemistry Propulsion In- 
formation Agency, Silver Spring, Md., June 1966). 

The crystal and molecular structure of dichloro (1,10-phenanthro- 


line) zinc, C. W. Reimann, S. Block, and A. Perloff, Inorg. Chem. 
5, No. 7, 1185-1189 (July 1966). 


The crystal structure of the high temperature form of barium 
borate, BaO-B.0;, A. D. Mighell, A. Perloff, and S. Block, Acta 
Cryst. 20, Pt. 6, 819-823 (June 1966). 


*Publications for which a price is indicated are available by 
purchase from the Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402 (foreign postage, one- 
fourth additional). The NBS nonperiodical series are also avail- 
able from the Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Va. 22151. Reprints from outside 
Journals and the NBS Journal of Research may often be obtained 
directly from the authors. 


CLEARINGHOUSE BIBLIOGRAPHIC JOURNALS** 


U.S. Government Research & Development Reports. Semimonthly 
journal of abstracts of R & D reports on U.S. Government-spon- 
sored projects and list of current projects. Annual subscription 
(24 issues) : Domestic, $30; foreign, $37.50. Single copy, $2.25. 

Government-Wide Index to Federal Research & Development Re- 
ports. Companion publication to preceding; semimonthly index 
to reports and projects announced in Nuclear Science Abstracts, 
Scientific & Technical Aerospace Reports, Technical Abstract 
Bulletin, and U.S. Government Research & Development Reports. 
Annual subscription (24 issues) : Domestic, $22; foreign, $27.50. 
Single copy, $1.75. 

Technical Translations. Semimonthly journal providing lists and 
indexes of translations into English or western languages by 
translators in the United States or abroad. Annual subscription 
(24 issues): Domestic, $12; foreign, $16. Single copy, 60 cents. 


**U.S. Government Research & Development Reports and Gov- 
ernment-Wide Index are sold by the Clearinghouse for Federal Sci- 
entific and Technical Information, NBS, U.S. Department of Com- 
merce, Springfield, Virginia 22151. Technical Translations is sold 
by the Superintendent of Documents. 
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Computer-assisted calibration (Aug.) - E - 7 Three additions to publication series (Aug.) 
Effective efficiency of coaxial bolometer units at 9 GHz (July)- Three institutes to be at Gaithersburg (Nov.) 
Fees reduced at Boulder (Jan.)-- i Tile and paint to treated concrete, Bonding of (Apr.)- 
Immittance questionnaire replies (May) 3 Time code to broadcasts, WWVB adds (Jan.)-- 
Insert sheets update Misc. Publ. 250 (July) -- z < . Titanium alloy tested for strength (Oct.) 
Line-standard fee reduced (July) - ee acta aoe . Trace characterization symposium, Program announced for (Aug.)-- 
Low-frequency calibration services centralized (Jan.) : Transducer response affected by thermal gradients, Pressure (Apr.) 
Measurement of microwave power in WR 112 waveguide (Mar.) - Transformer calibrations, Comparator for voltage (July) 
Metrologia (Mar.) -.-.---------- Leas Transistor rellability: (3019) avec ison occas sn nnsdeacese 
Microwave impedance (Jan.) as Transistorized modules for datalogging systems (Mar.) --- 
Microwave power in WR 137 waveguide (Jan, ). ee . 
NBS precision measurement seminars 1966-67 (Aug.) : U 
New programmers for WWV (July) -- 
Notice of U.S. standard frequency and time broadcasts (May) a : Unique building houses radiation physics program (Nov.) 
Notice of U.S. standard frequency and time broadcasts (June) - Use of ac-de transfer instruments (Jan.) 
Precision measurement seminars underway (Jan.) -- 


wWNauts 


Scale executives meet at NBS (May) ae ; wee Ue Vv 
Standard frequency and time broadcast (Dec.) ae ete 

Starting date of relocated WWV (Oct.)-------- : 7 Vacuum 
Summary of 1965-66 NBS precision measurement seminars (Dec. 


calibration service extended (Jan.) 
Venting for plumbing systems, Minimum (May) 
Use of ac-de transfer instruments (Jan.)- 7 - — Virus particles, Rapid separation of macromolecules and (Apr.) --- 
U.S. standard frequency and time broadcasts: Volt box calibration, Modification simplifies (Oct.) 
Dine = Sienasaaean ‘i ---- Voltage instruments for low and medium ranges, Accurate peak pulse 


Aug-- 3 ane ‘ . . ease a Voltage transformer calibrations, Comparator for (July) -- 

Sept- name . : 5 ‘ — i § 

Oct-_- 5 Peete pe ches W 

Vacuum calibration service extended (Jan.) zg 2 
Standards liaison and analysis established at NBS, Office of Engineering Washington corrosion dialogue (July) 
(Sept.) Aes aan sale si : Wavelength dependence in thermopiles observed (Apr.) 

Standards laboratories meet: NCSL 1966 (Aug.) 3: Weather resistance of porcelain eramels studied (Oct.) 
Standards moved, National electrical (Aug.) ae Weather station uses nuclear power, Floating (Mar.) -- 
Standards transferred on NBS 65th birthday, National (May) Weatherometers compared, Xenon and carbon arc (Jan.)- ene 
Starting date of relocated WWV (Oct.) aie Weights and measures, Fifty-first national conference on (June) - 
State invention shows aid industry (Sept.) 5 Winds are noisy in the inaudible range (Feb.) -- 
States to receive new standards, Ten (Oct.)- tena ee Wire tables, Copper (July) 
Stratton and Rosa awards, NBS honors staff scientists—four receive (Mar.) WWYV buildings begun, Construction of new (Sept.)- 
Sturdy powder cement specimens for x-ray analysis (Jan.) - WWYV to send first day QSL Cards (Nov.) 
Summary of 1965-66 NBS precision measurement seminars (Dec.) ‘ WWVB adds time code to broadcasts (Jan.)-- 
Symposium on ceramic materials (Sept.) ‘ ‘i 
Symposium to be held in 1968 (Oct.) 4 X 
Symposium on materials research, First IMR (Apr.) ss 
Symposium, Program announced for trace characterization (Aug.) 2 X-ray analysis, Sturdy powder cement specimens for (Jan.) 
Symposium, Tenth scintillation and semiconductor counter (May) Xenon and carbon are weatherometers compared (Jan.) -- 
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